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SECRET” DCID No. 6/1 
(New Series) 


DIRECTOR OF CENTRAL INTELLIGENCE DIRECTIVE NO. 6/1 


(Omitted for Security Reasons) 


On 21 October 1958, the United States Intelligence Board concurred 
in DCID No. 6/1 (New Series). This Directive, which supersedes CIBD 
No. 2, therefore became effective as of that date. 
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